P.I.

5-29

Resistor,
fixed,

composition;
200 + 5%,
1/4 watt.

Module 5-1
Lesson Ibpic 5-1-2

64.    Capacitor C4 on the antenna assembly, Al, is

defective and needs to be replaced. Select from
the list below, the information that is provided
in the Group Assembly Parts List.

Figure

& Index

No.          Part No.

Descrip-
tion

Units
Per

Assy

a.    1-27

b.    1-28

c.    1-29

d.    1-30

GPV09AlKEl84km     Capacitor,
Fixed

CH09AlKC475k
CH09AlNC335k
CH09AlWE224k

Capacitor,
Fixed

Capacitor,
Fixed

Capacitor,
Fixed

c.

65.    Refer to the Power Distribution Diagram,
Device 15A21.

The input voltage to the modulator power supply
is routed from the radar set control via cable

a.    W14,

b.    W18.

c.     W15.

d.     W16.

70umber used should be
